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Message Text 


UNCLASSIFIED 

PAGE 01 ISTANB 01203 020630Z 
15 

ACTION FBO-01 

INFO OCT-01 EUR-06 ISO-OO /008 W 

003653 

R 0206 18Z MAY 74 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 5131 
INFO AMEMBASSY ANKARA 

UNCLAS ISTANBUL 1203 

E.O. 11652: N/A 
TAGS: ABLD TU 

SUBJECT: HEATING SYSTEM PROPERTY NO. 21482 
REF A/FBO OM DATED 8 APRIL 74 

NO CHANGE IN PROPOSAL EXCEPT ORIGINAL COST ESTIMATE 
WAS $28,983. ESTIMATE NOW IS $40,576. THIS INCREASE IS 40 
PERCENT AND DUE TO MATERIAL PRICE INCREASE. CONTRACTOR 
STATES THAT A TERMOMETER CAN BE INSTALLED AS PER 
REQUEST IN OM AT LITTLE OR NO EXTRA COST. POST HAS 
COPIES OF ORIGIANL PO ON ITALIAN BOILER AS WELL AS 
REPORT TO MR. DINSMORE DATED 1 AUG 61. PHOTO COPIES 
OF ALL DOCUMENTS ON HAND WILL BE FORWARDED VIA POUCH. 
IN INTEREST OF ECONOMY AND IF FY75 FUNDS ARE AVAILABLE 
WOULD APPRECIATE EARLIEST POSSIBLE FUND ALLOCATION IN 
ORDER TO BEGIN STOCK PILE OF MATERIALS AT PRESENT 
PRICES. CONTRACTOR STATES NEW PRICE PROPOSAL MAY 
HOLD FOR MAX 60 DAYS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ISTANB01203 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 05-0033 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740580/aaaactzj.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A/FBO OM DATED 8 APRIL 74 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 OCT 2002 by boyleja>; APPROVED <02 JAN 2003 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HEATING SYSTEM PROPERTY NO. 21482 
TAGS: ABLD, TU 
To: STATE 
Type: TE 
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